ARREST 


HBID ARREST NUMBER: AR#12-1038 


DEFENDANT(S) NAME DOB ARREST CODE DATE TIME 
HOLSTEIN, ANTON JULIUS 03/24/80 41.47.2 LAMC 09-28- 1605 
2012 


OFFICER 1: HAYES, D. #125 
OFFICER 2: MOONEY, C. #124 
AR #12-1038 SOURCE OF ACTIVITY: 
THE ABOVE OFFICERS WERE WORKING AS CONTRACTED, UNIFORMED SECURITY 
OFFICERS FOR THE HOLLYWOOD BUSINESS IMPROVEMENT DISTRICT / ANDREWS 
INTERNATIONAL 455 N. MOSS ST. BURBANK, CA 91502 (323) 465-0122. 


WHILE ON ROUTINE PATROL IN THE 6800 BLOCK OF HOLLYWOOD BLVD. OFFICERS 
OBSERVED THE DEFT. FACING THE FRONT ENTRANCE OF THE JIMMY KIMMEL THEATER 
LOCATED AT 6840 HOLLYWOOD BLVD. OFFICERS APPROACHED THE DEFT AND 
NOTICED HE WAS URINATING ON THE PILLAR LOCATED AT THE FRONT OF THE 
THEATER. THE DEFTS PENIS WAS EXPOSED AND A STEADY STREAM OF URINE WAS 
FLOWING FROM IT STRIKING THE PILLAR AND THE STEPS. 


WE ASKED THE DEFT WHAT HE WAS DOING, HE REPLIED, “ I'M SORRY, | HAD TO GO”. 
WE ADVISED THE DEFT THAT HE WAS IN PLAIN VIEW OF PEDS (WOMEN & CHILDREN 
PRESENT) AND VEHICLE TRAFFIC. 


THERE ARE SEVERAL BUSINESS’S WITH BATHROOMS WITHIN A SQUARE BLOCK OF THE 
LOCATION. 


WE ADVISED THE DEFT. HE WAS UNDER PRIVATE PERSONS ARREST FOR 41.47.2 LAMC 
(URINATING IN PUBLIC) 


ARREST: 


THE DEFT WAS ADVISED THAT HE WAS UNDER PRIVATE PERSONS ARREST (POWERS 
GRANTED ACCORDING TO 837 PC) FOR 41.47.2 LAMC (URINATING IN PUBLIC). 


ADDITIONAL: NONE 


MEDICAL: THE DEFT HAD NO COMPLAINTS OF INJURY NOR DID WE OBSERVE 
ANY INJURIES TO THE DEFT. 


BOOKING: 
THE DEFT. WAS RFC’D #B71259 BY LAPD OFFICER TOVAR WITH THE 
APPROVAL OF SGT SLATER. 


EVIDENCE: NONE 


ARREST 


PICTURE(S): NONE, CAMERA NOT FUNCTIONING 


